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WILE E. COYOTE 
THINKS HE'S FOUND 
A WAY TO CATCH 

| A ROADRUNNER. 


RUNNING AND OUR 
AROUND 16 || SPEED MAKES 
LOTS OF US NUMBER 

FUN / ONE! 




















DON'T FRET, MY LITTLE FRIENDS. 
ILL TAKE WILE'S ATTENTION 


AWAY FROM YOU WITH THESE 
HOSTESS TWINHIES / 





ADVERTISEMENT 


_/ LETS SEE HOW FAST 

J THE ROADRUNNERS CAN 

\ GO THROUGH MY WALL 
OF WATER! 


WE'RE TAKING A 
BATH ALL RIGHT... 


AND IT'S NOT 
EVEN SATURDAY 
NIGHT... 





MMMM. GOLDEN SPONGE САКЕ. AND 
YUMMY CREAMY FILLING. FIRST TIME 
I ATE DESSERT + 
BEFORE THE MAIN 

COURSE. 











YOU GET TO EAT 
SOMETHING AS DELICIOUS 


(&) HOSTESS AND TWINKIES ARE REGISTERED TRADEMARKS OF ITT CONTINENTAL BAKING COMPANY, 





= | (WE SECRET OF ` 
БОМНҮ | SARGASSO 


2321) 
еа 


INS 





THIS I$ THE 
ИШҮ LAST KEG; SAM! 
— WE САМ SAIL \ 
WHENEVER YOU'RE <4 
READY! 


GOOD GOING: BUGS! 

I JUST НАМЕ TO FINISH - 

WITH THIS CON SARN 
PAPERWORK... 


THE PAPERWORK, SHEIS } 
ACABADO +, OR. AS YOU 
WOULD SAY, "FINISHED," SENOR 
2 SAM! š 


ОМЕ HUNDRED GALLONS HERE IS YOUR- I JUST MIGHT, DO 

OF PUERTO RICAN MOLASSES!| | CLEARANCE, SENOR! THAT! SAY, ARE ы 

THAT WOULD COVER А MESS DO VISIT PUERTO ANY STORM WARNINGS 
OF PANCAKES! RICO AGAIN! аети. 
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I WAS PLANNIN'ON 
TAKING THE 
NORTHEAST GULF 


7 
ОН, МЕИЕК! THE 
SARGASSO SEA | 
HAS THE CALMEST 
WATERS IN ALL 

THE WORLD! Г 


THERE 19 DAN 

THE SARGAS 
SHIP WILLBE 5 
A ALIVE: 


ST те THE GULFWEED! LIKE | THAT IS му 
-HAND$.+-IT GRABS BOATS AND WARNING, SEN 


'IMPRISONS THEM! А/0/2/7/ 


HEY. DOC— YOU THINK THERE'S ANYTHING ` 
TO WHAT THAT GLY SAID AT THE PIER? 


WELL, Е HOPE 
j| YOURE RIGHTI ; 


IT'S JUST АМ OLD 

LEGEND OF THE SEA! | 
< SAILING MEN ARE FULL, 
та OF'EM! 


COME ON: BLIGS= Y _ 
LET'S SHIP ОНТ, 


YOU KNOW) IT'S V 
NOT PASY GETTING 
А TAN WHEN 
YOU'RE COVERED 
WITH FURI ` 





RAINING, FOR. 
THE HATCHES! 


vee OR WHEN IT'S QUICK, BUGS! INA MINUTE! I DON'T Ñ 
BATTEN DOWN WANT ТО GET МУ NEW 
THAT MATTERL BATHING SUIT WET! J 


«АМО I GET STUCK WITH JUST TWO SIMPLE QUESTIONS: = 
А CREW CONSISTIN! OF SAM—WHAT ARE HATCHES Жұ 
AND HOW DO ҮОШ BATTEN 
THEM? < 


THE WORLD% ONE NUTTY RABBIT! 


SEE WHAT I MEAN? Y 
ALL WE NEED IS А 


UNDERSTORM! 


OPEN YOUR 
.BIG MOUTHS 


` "THÉ SARGASSO WE'LL MAKE ІТ! ТҮ 
SEA HAS THE CALMEST BUT JUST WHERE W 
TH WEILL WIND UP 
I'M NOT = 


WATERS IN ALL THE | \ 
WORLD," HE SAID! ON THAT A E Mere 





WELL; HERE 
WE АКЕ — 


THE NEXT TIME YOU 
NEED А CREW, І DON'T ОН, PIPE DOWN = / 
CARE HOW MANY CARROTS AND LEMME FIGGER (| 
YOU OFFER МЕ! O WHERE ҮЕ АЕ: | 


LET'S SEE,,,WE WENT. Г WHAT в т? У LOTSOF OTHER SHIPS! | 
NORTHEAST FROM PORT, | ANOTHER SHIP?) INFACT, IT LOOKS LIKE A 
THE STORM HITUS m- USED-BOAT LOT OUT HERE! 


ABOUT HERE, Д = — 


ха 
5 
ГА 


ПИ ща: 













ГОО DURABLE > WASHABLE * 100% COLORFAST 
ic Apply to any cotton garment іп ONLY 60 seconds! 


* 1. Piace design face down on garment. | Нет Super-Wild Ave You? 
2, Iron firmly for just 60 seconds. Create А ROACH Masterpiece! Use ROACH Iron-Ons. 
3. Let cool remove paper from design, Фе, pillowcases, curtains, tablecloths, 
THERE'S YOUR WASHABLE, chos, алая, nightgowns, tents — 
PADE-PROOF ROACH DESIGN! LARGE W^ « 117 DENN 











-----..-....-......... 
4 SPEEOY ORDER FORM f 
RUSH FOLLOWING TRANSFERS ТО ME: 
(Order by number оту) 
(Allow 2 to 4 Weeks For Delivery) 












< 99€ EACH 


HANDLING, 7 
Add 7*4 іп МУ. қ 
ота. 3 
Siva. і z 


— 
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I'LL ВЕТ SOME OF 
THESE TUBS HAVE 
BEEN RE A. 
THOUSAND YBARS- 
\ MAYBE MOREL 


== 





I HOPE THEY 
J WEREN'T RENTALS! 
ICANJUST = 
IMAGINE THE Г. 
BILLS! — 


Si = : 


ІЗ 
~ 
"уои DON'T WANT VJ SOME.OF МУ Ү 
| TO HURTMEL || BEST FRIENDS | 
I COVE PLANTS! : ARE | 


74 


МЕ 
> 


UTHAT'5 ALL, 
FOLKS!" 





«ee SOME SORT OF 
UNDERWATER 
CITY! 


BOY, THE REAL ESTATE ОП 
WHO SOLD THAT. LAND WAS 
PROBABLY GLAD ТО GET RID OF IT 
em [T'S NOT EVEN NEAR А SHOPPING 
; CENTER! ` 3 f 


МУ TENDRILVINE 15 PUTT! 


ING YOUR со 
PANION INTO THE АК--ОСК..., 7 





Игов Y ДАМ МОНЕ MASTER! 


“DINGDONG FROM > 
JUPITER) —— 





МО, МО, МО? МУ МАМЕ IS 

КАММАРАММАВ!МСВОМС! 
`МО-МО!Т MEAN: 

RAMMAFRAMMASINGSONG! 





WAITI NOW YOU HAVE AIT SILENCE! ERIK 
МЕ СОМЕЦВЕВ 7 SHALL PUT YOU TO 


SEE? EVEN 
CAN 


/ NOW,» 
HOLD ON: YOU 
OUTER SPACE ` 


2”, BOY, АКЕ 
YOU RIGHT! 


> 


“ERIK WILL SHOW YOU HOW WELL, I DIDN'T THINK HE WAS 
: GOING Т! 


-- WE SIPHON GOLD OUT OF О DEMONSTRATE 
Е SEA WATER! S BALLET POSITIONS! 


ee 


SAY, GOLDILCCKS — 
Ho NC HAVEYOU 


RKED FOR 
RAMMAWHATZISNAME? 


NEXT TUESDAY WILL 
N MAKE ONE THOUSAND 
YEARS! 


52% 


SOMETHING IN THE AIR DOWN HERE | 
KEEPS us ALL ALIVE! 


қ Q 
CORRECT! МІМЕ WAS. 
THE FIRST SHIP HE 
CAPTURED TO GET ` 
WORKERS! 


WHEN RAMMAFRAMMADINGOONG 
RETURNS TO JUPITER, HE WILL LIVE ` 
ХЭВ VÉRY R МЕЛІ FEW MILLION YEARS 


МЕЦ, I AIM TO SEE ` | YOUHADTO ` 

THAT. ТНА ESN'T J ‘BRING THAT. UP, 

HAPPEN! I'LL GET US — DO || DIDN'T vou? 
OUT OF HERE! 3 > ` 





го WORK! 
NO LOAFING! 


Сато 


SMARTS! 


57 (Ce C 


С ИНАТ А SLAVEDRIVER! WE WORK TWELVE 
HOURS AND ALL WE GET TO EAT IS SOME 
(ІСК) SEAWEED! 





THIS OCEAN-BOTTO : | 2) 2 
PRETTY SOFT! I'M "oo = x 
THE TUNNEL OUT TO OUTSIDE WHAT HAPPENS WHEN 
НЕ BUILDINGS ^ ^" YOU GET OLITSIDE,, ^ 
гад ОРНЫ REMEMBER THERE'S 
LOTSA WATER OUT 
THERE! 





Г CAN'T HEAR 
YOU ЗАМ! Г/Л 


ў то P 
BREAK THROUGA! 


LOTSA 


ERE'S 
ATER OUT THE! 


S aaraa 








NOW LOOK WHAT YOU'VE “SY I DON'T MIND 
DONE! THE WHOLE BLAMED THE TIDE 
OCEAN'S COMIN'IN AND Á COMING IN- BUT 
WE'RE TRAPPED! „ДА NOT IN HEREL 


МЕУ! BAMMAGAMMAZIGZAGL 
0-НОО,МНКЕЕРЕК! 








А манту HIBERNATION! 


THERE'S AREAL Y 
MARTIAN DOLL IN OH во! 
HERE! SHE HAS SEVEN MARTI 
OF THE CUTEST LEGS GALS ice 










ITT 

















REALL 22 
SOMETHING „Вата 
SPECIAL! ДҰ ШЧ 






GET YOUR FAVORITE CARTOON 
CHARACTERS IN THESE BRILLIANT 


EMBROIDERED CLOTH PATCHES 


EACH GROOVY PATCH MEASURES 5”, MADE TO SELL FOR MUCH, MUCH 
MORE. YOUR SATISFACTION IS GUARANTEED OR YOUR MONEY CHEER- 


FULLY REFUNDED: ORDER NOW! NOW ONLY 0 де 


/ ps CHARACTERS COPYRIGHTED BY THEIR RESPECTIVE PROPRIETORS EACH: 








7 Mail Order: 
GANDALF. PRODUCTS CO., Р.О. Box 38, Dept. GK-61 , New York, М. У. 10022 










MAGIC TRICK DECK. Profes- 
sional Magic Card Оеск. Many 
more tricks than shown on TV! 
Amaze —— «(һе deck ap- 
pears normal until you snap your + + 

fingers ала suddenly the cards : vy This is à REAL nickel! . 
are а! me: sensation а 9 i 

World's Fait. FREE. instruction It will squirt a stream óf 
included-no special skill required, water 8to 10 feet. 








$1.25. 


EN. 
MIDGET COLT. Jus: 2-1/47 fon 
Fires reat blanks with the roar of ж fuil: 
Size gun! Safe! АП metal precision: 
mede by skilled gunsmiths Attractive 
nickel finish, — ‘non-slip grip. 


Trick famityand friends alike, Appear 


ITCHING POWDER. The more | | to throw your voice into desks mder. 
they scratch the more theyitch. | bede,cut of peta, trom behind доз... 
Put it down жек — their 

clothes . . „ that's Deed 5 

to өм them scratching like , | easly hidden In mouth... fete you |т!- 
crazy, Start your own itching | tate birds andanimsie FREE with 
party TODAY. Professional Secreta" Guide- 


NEW' 
00153 ..large Package 91,15 2908 №126 $125 


SMOKING FINGERS 





wind и up andat'siready 19 
use. Slip ston your finger like a 













SNEEZING POWDER. Give a 
whole roomful of peopie the 
sneezes! Just blow а small but 
powerful amount of powder іп- 
to the air, sit beck end enjoy | 
the wheeres and sneezes of 
others, 

0152... large supply. 51,25 


fing and give your friends the 
shock el their Ше when you 
shake handsswith them. So 
TINY st goes UNNOTICED OM а 
couch ot bed. Non-electric~ 
durable-a!! metal 
eonsttuchon-—sboutithé sire 
ef a half-dollar 







51.25 





Чек. 


\ Although there are no visible connections, |^ Flavored with delicious mint 
MARKED DECK. Have hours of [this bulb, when held inmagician'shand, | but hidden within the mint is 
normal deck but it's secretly | lightswhenever desired. A spectator can |, RED HOT PEPPER! The more 
So realitic you cam play an hon: NOT make it ight unless he knows the ын — the — 

t е of cards without any- X effects possible, 
est gam í Y secret. Many comedy р een 


one suspecting. Comes comple! үн ВЭ 
with Tun set of instructions. Such аз, Brain Testing; etc. remember. 


2141 .............. $298 | INO. 140 $198 | []N$.130 ^ 2pkgs.$1:25 | 


GANDALF PRODUCTS COMPANY, Dept. GK- 61 P.O. Box 24) New York, N.Y. 10022 
10 ОАУ FRE Е š | епсіове $. 1 (including 50 ¢ for postage and handling) payment іт fult. 


— 






EXAMINATION ps opem мэс 












МОМЕҮ ВАСК 
GUARANTEE 














I'M А! SWIMMIN! BUT 
I DON'T THINK IT'S 
GONNA HELPL 


U MUST BE ELIMINATEDL 
HALL, PUT MY ELECTRO- 


i D | КАУ = 
YOUR СЕ = МР BLAST You! J [1 
OCEAN CAN GETINI б) Е 
: : — "Г COULDN'T YOU 
SETTLE FORA 
WARNING? 


Г т ГА ҮЙ № 
VA Мр 
oe). 


( нө влу-вин ) | = 0) 
54) 12 wee 27 
WATERLOGGED! sy 


WE. SAW WHAT 
YOU DID! YOU 
| DISARMED THAT 
жең TYRANT! 


Ха) 
Ка С 





Yur а 


— j : 
THIS I5 NO TIME (00 


О USE CREDIT A 
CARDS: SAM! Йй 


NOTICE “ 
MY FEEBLE 
ATTEMPT АТ 

HUMOR TO 
LIGHTEN THE 
TENSION! 


RELEASE ME! YOU ARE MY WORKER! \| "S 
ТАМ THE MASTER! I HAVE TONS OF YOU HAD GOLD, 
GOLD STORED AWAY! YOU MEAN! IT STAYS 
V, DOWN НЕВЕ AND - 
YOU HEAD BACK TO 
JUPITER! | и 
PROMISE? 


Г САМ RELEASE THE 3 19222726 
| PLANTS THAT HOLD YOUR NC WE REMAIN HERE! OF THIS 
SHIP AND SEND YOU ` 4 МОТ ОР CITY KEEPS US 
BACK TOIT! 1 KNOW SELG / R ERA ALIVE FOREVER! 
HOW THE DEVICES у», 2 HERE МЕ 
WORK! | \ | STAY 


THERE НЕ GOES, JUST AS 
HE PROMISED =- BACK 





ЭГ: 


Wm my, 


GET THESE DYNAMITE EMBROIDERED CLOTH PATCHES THAT TELL IT LIKE IT IS! 


EACH GROOVY PATCH MEASURES 3". MADE TO SELL FOR MUCH, МИСН MORE. YOUR SATISFACTION IS GUARANTEED 
OR YOUR MONEY CHEERFULLY REFUNDED. ORDER NOW! _ PAY ONLY 99с EACH 


⁄ — 996 
— STEAL 







ЕАСН 


1 ADDRESS Ker. КО | 


WTAYE 


70 
Mai Orders to: GANDALF PRODUCTS CO., P.O. Box 38, Dept..GK-61 New York, М.У. 10022 


— — 






Гого DURABLE + WASHABLE, « 100% COLORFAST 
Жш Арріу to any cotton garment in ONLY 60 seconds! 


ЕАЗҮ ТО APPLY: 





THERE'S YOUR WASHABLE, 
FADE-PROOF ROACH DESIGN! 














ПР SPEEDY ORDER FORM 

RUSH FOLLOWING TRANSFERS TO ME: 

1 (Order by number only) 
(Allow 2 to 4 Weeks For. Delivery) 

















1 

! 

1 

1 

1 

| 

Н 99“ EACH 

| HANDLING 745 
1 А447% in N.Y. 

! тотАс $ 

1 

i PRINT АМЕ 

— [rom 
1 

^ 


city STATE т” 


1 Gandalf Products Co., Dept. GK-61 ` 


= msm mm aa ae aa o me as meme ч — — 








РАЕРОМ МЕ, ОН, ANOTHER ONE 
RABBIT, BUT i OF THOSE NATURE- 
MAY I TAKE SAUTTERBUGS 7 
your i: OKAY, РОС... 
PHOTOGRAPH? / | БАЛАР AWAY! 
іш! 5 


THAT'LL 

BE ONE 

BUCK: 
WILL THIS 





WELL; WHEN YOU 
FIND OUT FOR SURE, 
LET ME KNOW! IN 

THE MEANTIME , ONE 
DOLLAR, PLEASE! / 


NOW, BACK TO му \ NOW, BACK TO 

ANNUAL WINTER- MY LAB TO Я 

SPRING CLEANING! DEVELOP THIS # 
3 А 7 PHOTO! 


£A 





I'D BETTER 
-FIND OUT 
JUST WHY НЕ 
WANTED TO 
TAKE MY 
PICTURE! 


"FILBERT FARQUAHR, 
EXTERMINATOR... 
| RABBITS ARE OUR 
ы. SPECIALTY!" 


Pa 

7 HOLÝ HANNAH! 
THAT GUY'S 
А НАЕЕ- 
REMOVER! 


I COULD BE IN 


515666 
TROUBLE! 


THIS 15 THE ADDRESS 
ON THE CARD! ІТ LOOKS 
LIKE SOME SORT OF 


THE LAST WHISKER IS IN 4 AND IT MATCHES 

PLACE, ARBUTHNOT! “PERFECTLY THE 

THAT ROBOT RABBIT. - PHOTO YOU TOOK 
16 COMPLETE! Ка EARLIER, SIR! 


А MAJOR ADVANCE- COME! HELP ME 
MENT IN THE FIELD BRING IN THE 
OF RABBIT EXTER- TESTING 

IR! М. APPARATUS! 





LATA WITT) 
ER GHOST 
Obeys Your Commands! 
OVER 7 FEET TALL 


only 5100 


This chiller-thriller acts аз 
though alive. Make him obey 
your commánds even when 
you аге sécretly hiding as far 
as 100 feet away. Make him 
dance to músic too. 


Rises, Jumps, Darts 
Floats in Air! 


A real terfor, giant sized — 
horrible and sinister—of dur: 
able polyethelene. Amaze and 
scare your friends. Loads of 
fún indoors and outdoors. 


Scary, Life 


MENS 


Truly amazing! They pop right out of you 
pocket and crawl up your shirt, coat, etc. 
Money back guaranteed if not. thrilled. 
Add only 35¢ for postage and handling 





МЕСТОМ CO., Box E, Пері. 427, Мат! Beach, Ма, 33139 


ANY 


( 





BOOKS, ЕТС. ` 


1 


+ ош, 


К? 





BLOOD £CURDUNG 


VAMPIRE BAT 
— J 


DOES ALL THIS AT YOUR COMMAND! 
(Even when you hide far away) 
* Rattles windows with Terrifying, Loud 
Creepy Sounds, 
+ Climbs, Crawls, Dances, Jumps, Floats 


in ай. | 
е Eyes Glow Eerily in the Dark, 


Terrorize your friends on those dark, scary nights. Seems so 
alive—so realistic, it even fools other bats. Amazes, shocks 
everyone. Monster size; authentic natural colors. Hideous 
Туз” tangs. Carry it with you, operates anywhere, indoors or 


Horror Outfit FREE WITH ORDER 


Everything to put om your own ghastly Horror Show. You 
get ugly Flying Creepie Monster with popping eyes, Wierd 
Skeleton. Head, Dangling Black Widow Spider, Skrunken 
Неза. with Glow-in-Dark eyes and long hair, and Surprise 
Slimy Creature. 

SATISFACTION GUARANTEED OR MONEY BACK. 


| Be first to get all this for only $1.00. Add only 35c for 


postage and handling. 


MELTON CO., Box E, Dept. 129, Miam! Beach, Fla. 33139 


YOURS FOR THE ASKING 


There's no catch to it. . you сап get 
many hundreds of $$$ worth of FREE 
ITEMS by simply writing and asking! 
Amazing 64-ра. book lists addresses 
of Nat'l. Firms, Trade Assns. & Gov't 
у= Agencies offering free items. Fabu- 

“lous free gifts, samples, how-to-do-it 

manuals, etc. for kids 

and adults, Why miss 

out on all these free 

give-a-ways?, Send 

$1.00 for Book. 


ВОХ 1225-W , NEWARK, М. J. 07101 


ze You'll huff and puff but ycu.cant blow 
them out! Baffiing hysterical Fun at 
parties. When everyone thinks they're 
р out they правиш relight: Works 
Its sensational! insert a blank 
plece of paper into the machine, 
turn the knob:.,and, fromthe ? Ж; А 
opposite side, PRESTO! OUT s * Adds;subtracts and multiples 
COMES A REAL DOLLAR BILL! а 109,999,998.No knowledge’ 
Insert a опе dollar billand see it 4 ч needed {о зо№е math problems. 
change toa $5.00 billor $10.00 : Gives homework answers. Fast, 
Noskill required, Lots of fun and \ / easy tooperate and accurate. 

















mystery. Fits anywhere. 57 x 5*x4^. 
Gino, 210 Only $1.50 ГІМе.230 "$198 
Everyone ! especially your victim will i 
Re tong ss ето oe s Ерани рама ян 
I реп Watch the surprisewhen эн plies 
areal fon of seeing the bones in that you made a mistake and 
they starttowrite and BANG! Great —*— fingers, hold your hand used ink instead, Watch the 
fun.Canbe used over and over again, introntofa strong ight- funny reaction! 
Harmiess. А ingers spread apart, SAFE! HARMLESS! FUNT 
LINo.161 $150 БЭЭ 8198 молво Tube $1.25 













Push the load out of sight into а 
cigarette. After the first puff, it 
willtaste awfuland smellworse. 
Guaranteed to stop cigarette 
moochers. 


ГІМо:180 2Pkas $1.25 





pn 
en 
dm 

iie 3 


i 


TE 
ЕНЕ 
ЯН 
ни 
dl 


раси бик 


га 
зі; 
ih 


working, 
step you take up to S miles and then resets, жы А pie ‘out of the туе Мз 
зай ашоба са у, Wear it on your belt. Helps. 2 ме ы ‘eyes stering—eree 


10 DAY FREE 
EXAMINATION 


MONEY BACK 
GUARANTEE 





GANDALF PRODUCTS CO; Dept.GK=41 РО. Box: 38 New York, N.Y 10022 
1 enclose $. {including 504 for postage and handling) as payment in full 






OOOOH! THAT SMARTS! REMIND ) | | HEY, PRETTY BOY! 
МЕ NOT TO PO THAT AGAIN! | | WHERE ARE 
т - YOU GOING? Д Д 


JUST WHAT THIS > Я [EG LH OW... т не 
ROOM NEEDED... F : 3 \ THAT WEIRD OL’ 


DOC APPROACHING! 


cCEoss- 
VENTILATION! = 





I SECRETED THE ON-OFF | — 211 | WELL START BY 

BUTTON RIGHT: HERE IN AN и ЧИЛИЙН HAVING HIM 

INCONSPICUOUS PLACE! - ` 4 7 ; DESTROY THIS 
Е i 6 ! DUMMY! 


YOU MECHANICAL IT CANNOT Ñ 
1 MORON ! I SAID DISTINGUISH 
Ц | “ак: NOT МУ H w: 
HAIR: 


> GOING. To 
LOOK FOR! 





I HOPE THAT ROBOT 
HASN'T DONE ANY MORE 
DAMAGE! 














SORRY, GOOD-LOOKIN, BUT I HAVE 
TO KICK YOUR OFF-SWITCH ! 






1S... THERE /7- 
16... OH, NEVER MIND! 


— CLICK! адыр. неке 277 YOUR ROBOT HAS I САМ SEE 
. 7 ^ E H 
ВЕЕР. BONK 4 ARBUTHNOT! 4 


BUT IT’S NOT DESTROY- 
ING THE RABBIT: 





МУ WOR?! THAT STRANGE... 
BUNNY BLEW UP | 
LIKE A BOMB! 


/ I DIDN'T KNOW } 


RABBITS... 
OUCH! 


YOU CAN'T KICK THE PANTS WHAT KIND OF CHARACTER ARE YOU 
OF THE PERSON WHO А JEKYLL AND НУРЕ? 
CREATED YOU... QL/CH4 | 


МАКЕ THAT JEKYLL AND 
HARE / HEH, HEH! 





` GREETINGS, 
PEN FUPDEY- WHATS 
COOKIN'? 


OH, HEWWO BUGS! I'VE BEEN DOWN 
N THÉ DUMPS АЦ. РАУ! ` 


ТЫ BIRTHDAY? WELL, 
А HAPPY, e 

yr HAD SOME DOUGH, 

Гр BUY YOU SOMETHING! 





У HOW САМІ GIVE W) 


YOU A SURPRISE 
PART Yo IF YOU 
9 aside Lo. pi 


У INEVER Y 
OWEAMED = | 


вит FUDDSY “| 


WOULDN'T KNOW 
IN ADVANCE! ' 


YOU WIN! GO НО 
AND WAIT WHILE Ë: 
ARRANGE ITI 


ЕТМ THROWING A 

RISE РА OR 
ЕЛЕЕ TD BETTER ROUND 
ОР SOME FOLKS 


THAT WAS DIFFERENT! 
'M SIMPLY TOO SMART 
TO BE TRICKED! 


й SORRY. I PROMISED CICERO I'D 


TAKE H AM НЕРІ ТНАТ"$ МНАТ 
алта FOOD IS Fi 





АМЕВІСАМ CIRCLE CORP , ОЕРТ. ЕЗ 2635 РЕТТІТ AVE., BELLMORE, N.Y. 11 





+ samples, toys, maps, r^ Е m MAGIC SOAP POWDER. 
, companies, federal agencie i t 2 Sprinkle a littie сі this almost 
\ associations, elc. that f Идоу 1 — magic powder сп 
enxious to send you FREE 63 r 2 anyone uses 
age ith. names and le: all y Tes ЭИ boi cel fore 
Элэг PISTOL. Fires: real своя to for your. * 9 oi will tum bioody red. Have fun! 
blanks with the roar of а full- Ра Thay'll .]- Drives 527 crazy! Harmless! | 
size. ча Minutely detailed _ В №. 123 306 pka. 
replica of an 18th century duel- ing рану today! > В — 10 
ing pistol, About size of 22 T ЯЕ, 
halt-dellar $e! Бане! opens to 
`i dead; hammer corks and fires 
when trigger is pulled. Ram- 
тоф and ammunition: included. 
Makes а great conversation 
Piece that You will be proud to 
“own, : 











of this powder on your: 
blew info the ап, step 
and waich the din begin, 


— coins, papet, 
areiles, Вап ке: 
ас. One trick alone is 1 
Не price об the 










Seen often on Ту, the Shuriken 
Kung-Fu throwing star ix favored 
by ali maral arts fans, Made of 
төбө with eight ints. Sticks 
amy into pinew Accuracy 
~ -mey be obtained With practice. 
11822 KUNG-FU STAR- 1,48 









ERA. Easily рад in the 
„раша of your hand. Takes se- 
cret or surprise pi -oa 
well са. дреме а ahots. 






2 SNOWSTORM TABLETS, Cre- 


сан ates i г I сце z minialire snowstorm in- 
No. — бр Ш i T 
В No. 130 Pigskin Cabe $ ҮЗ 19 DXSTEVMENTS ГК ONE. 


оно: j в : i оа i. d J E А 
y ji; ә — — 1а tablei — — 
the buming end oi g cigar ene. You ge! с Що following 
ез them rin forthe |: dm thia ИШе (only 38° when 
3 Ч folded) wonder! 1 — Reoding | 
2 Мата, (2--СотроутлФттісогсоре, 
3--Адынсыг telescope. 4 — 







binoculars, $—Direc- 
Чопа] compass, 6—Bclar time | 
Clock, 7—Flat mirror, 8—Mag- 
nilying mirror, 9--Рие — 


SURPRISE PACKAGE. Are you 
willing to take а chance? We 
won't tell you what you will 
receive but because you're 
willing to gamble, we promise 
уси much more than your 
money $ worth. 

TI Но. 816. 





AMERICAN CIRCLE CORP., DEPT. 61-А 
2635 PETTIT AVE. BELLMORE, N.Y. 11710 
“YOUR SATISFACTION 15 GUARANTEED" 


Please Rush Ме: (Use other paper if necessary) 



















Postage/Handling 
Тота! Enclosed 


"N.Y, State Residents adc 7% Sales Tax 


SLING SHOT. This proles У 
modei 48 amazingly-powerlul. 
Has — — rcp 
through plyweod like а 
rifle. Excellent for target prac 
tice ог hantsmallqame Rugged 
and dependable. Beautifully 
crafted of fine grain wood. The 
Бала fits the rioteral curves 
ot the hand for effactiess secure. 
š holding: Overall ‘ева орел 


QNS 142 ов 


Sorry: Minimum, 
Order: 31.00: 







кеселі. Окы Ата ЕК МАГА 
Address 



















НАМО МЕ ТНАТ I'VE GOT ТО RUSTLE 12 7 І-АССІРЕМТАШУ 
САМ OF POPCORN: ОР SOME GUESTS FOR JH 7 КМОСКЕР ТНЕ 
WILL YOU? THE PARTY! я ( POPCORN INTO THE 







/ IF YOU'RE NOT OUT OF HERE 
END TO YOUR CAMPING PLANS, РОККИД | IN TWO SECONDS, |Т PUTS | 
[N AN END TO OUR FRIENDSHIP! J 


L^ 8 
ELMER WY SILLY, IF HE ISN" 
WILL BE EXPECTING IT: 
SO DISAPPOINTED IF HOW CAN HE BE 
I CAN'T ARRANGE A || DISAPPOINTED? 
SURPRISE PARTY! , s 


сч 


‘THAT'S A'GOOD QUESTION! 17 
i, WISH Т HAD А GOOD ANSWER! 





OLD YOU: BUGS—I CAN'T BE 
Е! I'M HAVING ‘SOME FOLKS 
R CAKE AND COFFEE! 


m 


CAN'T ANY 
come ТО ТНЕ 
: РАКТУ? 


YES, ves: V ` 


\ CAN YOU 
M BE THERE? 


WELL, ELMER 2065 
Е" 
ТМ AFRAID 


© 








МО, IT'S 
OURS! Му 


| BUT MY " 

IRTHDAY | || . UNTIL E 

AS ее / 
nd 


7 ,,, BUT, NEXT YEAR, LET'S 
NOT TIRE OUT THE GUEST- 
OF-HONOR BEFORE THE 
PARTY! : 





94. 


2 COMPLETE ARMIES 

EVERY PIECE OF PURE MOLDED PLASTIC—EACH ON ITS OWN BASE 

TWO COMPLETE ARMIES—THE BRITISH REDCOATS AND THE 

AMERICAN BLUECOATS! RE-LIVE AGAIN THE FAMOUS 

BATTLES OF THE AMERICAN REVOLUTION! FORM 

YOUR OWN BATTLE LINES! HOURS OF FUN 
FOR THE WHOLE FAMILY! 










HERE'S WHAT 
4 YOU СЕТ: | 
36 Dragoons (Cavalryman) 
2] 12 Shooting Infantrymen | 
(8 Marching Infantrymen 
12 Crouching Infantrymen 
И... 
412 Charging Infantrymen 
k — 









12 Drummers- 
12 Мише Men 
24 Mohawk Indians 

| 12 Officers | 


| 12 Hessian Troops 
b. =... i ЗА 
л + ; 
COUPON TODAY 
5 г носо 
j ry War Soldiers Dept, RWG-2 
ох536, Westbury, New York 11590 ` 
Gentlemen: 000 5 Бо 
Here's ту$2.25. Rush 204 pc. Revolutionary War 
iers Set to те, If not satisfisd.| may return _ 
















IMAGINARY WAR SCENE SHOWN. 

















AIR-POWERED 
HOCKEY GAME 
Sell Only 2 Orders 







COMMAND CONTROL 
ELECTRIC FOOTBALL 
Sell Only 1 Order 





TESTOR x 
SPIRIT OF '76 FLY "ЕМ 
Sell Only 1 Order 


















FULL SizE 
J WOOD GUITAR 






TRI LAB. 
SCIENCE SET 
Sell Only 1 Order 


PORTABLE 8-TRACK 
TAPE PLAYER 
Sell Only 3 Orders 


WALKIE-TALKIES 


== бей Only 1 Order < 
NYLON PACK 907 
777 
Em: AND FRAME 0? 
POCKET CALCULATOR 56! Only 1 Order 

тоос ^N PINs 


Зей Only 2 Orders 
Sell Only 1 Ordes 









INSTANT LOAD 
FLASH CAMERA 


‘OUTFIT HERY 
Sell Only 1 Order Sell Only 1 Order 






GLASS BOW 





GIRLS TWINKLETIME 
WRISTWATCH 






Sell Only 1 Order 





BASEBALL GLOVE 
56! Only 1 Order 


RADIO-HORN-LIGHT 
Seil Only 1 Order 





TONS 
\ 



























































MULTI-BAND 
PORTABLE RADIO 
Sell Only 2 Orders. 


COLONIAL CLOCK 
Sell Only 1 Order 





HO TRAIN 
& TRESTLE SET 
Sell Only 2 Orders 


















































TENNIS RACKET 
Sell Only 1 Order 











Enroll now as a member of the junior Sales Club 

ol America. Well send you a Free Prize Catalog, Member- 

ship Card, fult selling information plus your first order of 12 

bores of lovely All Occasion Greeting Cards. As each order is sold, 

you may reorder additional cards until you've met your prize requirements, 
Cards are sent оп credit. YOU PAY NOTHING IN ADVANCE. 

Each box of 18 fine greeting cards cost just $2.00. That's about Неа card 
Think of all the people you know — relatives, friends, neighbors — who'll 
want to buy these handsome cards by the box. Many J S.C À members 
have earned a prize in only г few hours. IF YOU WISH, YOU MAY TAKE AS 
YOUR PRIZE 705 FOR EACH BOX YOU SELL 

Just fill out and mail the coupon-reply card to receive your first order of 
greeting cards. You may take up to 30 days to 58 them. И after that time 
you have any bores unsold, promptly return them prepaid by parce! post, 
keeping 70s for each box you've sold 

Get the prizes you want the fast, easy ISCA way. Act now! 


АН J.S.C.A. members сап be winners if they try 4 

) j ». 8) les | е^ b : 
SPRINGFIELD, MASSACHUSETTS 01101 d 

FILL IN COUPON-REPLY CARD - CUT & MAIL TODAY - № STAMP NEEDED 


шш mum MER шш RUM юм жы шин шш шш w m шш ша шш s ma шш 





BOYS DIGITAL 
Sell Only 1 Order 


JOHNNY BENCH 














BUTTERCUP DELUXE TENT 
CORN РОРРЕ! (FLAME RESISTANT) 
Sell Only Order — Sell Only 2 Orders 


ч вава Bt] 


за. 





SPRINGFIELD, MASSACHUSETTS 01101 
В тш шш uma ми юм пыш хэн кән зэм көн wm w ma тиш шеш c тил m m w sma w ыш шиш ш 


Postage will be paid by 


Business Reply Mail 
Dept. 76GK-1 


No Postage Stamp Necessary if Mailed in the United States 





Fold Over Неге ^ Don't Cut! Do Seal (Paste, Staole or Scotch Tape) * No Stamp Needed! 


Please send me my first order of 12 All Occasion 
Greeting Card Boxes to sell. 
Name I TIE А #2 
i 1, 
Address —— — Apt. Мо. 
ciy State Ziv 


Parent's Signature 











VOLLEYBALL SET 











TENNIS RACKET 


SWIM SET 











CASSETTE TAPE RECORDER 








30-POWER TELESCOPE 





COMPLETE ARCHERY SETS 











FOUR PLAYER BADMINTON 








INSTANT LOAD CAMERA 





Seeds 


Curtis Patrick 
Missouri 





BASKETBALL & GOAL 


MAKE MONEY 


with Fast ис American Seeds 


Take your choice of 100 wonderful priz: 


America needs American There are so many more It's easy to order, easy 10 
seeds in the packets than sell, and it's easy to win 
a prize selling American 


You can earn as many às you want. 


prizes shown here and m; 
Big Prize Book are given 
COST for selling just one 45-pack order of 
American Vegetable and Flower Seeds at 
40€ a pack. Some of the larger prizes re- 
quire more sales.or extra money as ex- 





plained in the Big Prize Book. 
Send NO MONEY, We Trust You 


Everybody wants American Seeds. They're 
fresh and ready to grow. 
quickly to family, friends and neighbors. 
boys and girls sell their packs in one 
You can, too—and get your prize at 
once. Or, if you want money instead of a 
prize, keep $6.00 for every 45-pack order 


М: 
day 






you sell. 


To order your seeds, 
fill out one of these 
coupons and mail in 
an envelope to: 


AMERICAN 
SEED CO. 


35 М. Prince St. Dept.640 
Lancaster, Pa. 17604 
OUR 58th YEAR 


$6,400.00 


Awarded in our prompt- 
ness contest in addition 
to the prizes and money 





SAVE FOR COLLEGE or SPEND IT NOWI 


AMERICAN SEED CO., Dept. 640 Lancaster, Ра. 17604 
Please send me your Big Prize Book and one order of 45 
packs of American Seeds. I'll sell them at 40¢ a pack, 
send you the money and choose my prize. Send seeds 


checked. 
All Flower 
Seeds 


Мате — 


most packets you sell today 
Valerie Fil 
New York 





ny more in our 
WITHOUT 


You'll sell them 





Па Vegetable 
Seeds 








Address. 





Town — 


AMERICAN SEED СО., Dept. 640 Lancaster, Ра. 17604 
Please send me your Big Prize Book and one order of 45 
packs of American Seeds. ГИ sell them at 406 a pack, 
send you the money and choose my prize. Send seeds 


checked. 
E] All Flower 
Seeds 


Name 











Address 





Town 








